22      DOCKETED ITEMS

9107290206 Submits revised schedule to respond to deviations noted in Insp Rept 50-
213/90-81.Implementation of emergency response procedures delayed from 910731
to 1031 due to application of graph of allowable steam generator level control band.
MROC2KA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Util-
ities. 91/07/25. Document Control Branch (Document Control Desk). 2pp. 58592:213-
58592:214.

K. Utility Final Safety Analysis Report (FSAR) & amends

9107050209 Rev 4 to updated FSAR for Haddam Neck Plant.W/910627 Itr.
MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Util-
ities. 91/06/30. 650pp. 58360:001-58361:264.

P. Operating license stage documents & correspondence

9107250188 FOIA request for repts re Haddam Neck & Millstones Units 1,2 & 3.
MILIONE.R.   Citizens   Action   Group   for   Environmental   Protection.    91/06/17.
GRIMSLEY.D. Division of Freedom of Information & Publications  Services (Post
890205). 1pp. 58538:221-58538:221.

9107010005 Grants temporary waiver of compliance w/cited tech spec requirements re
feedwater isolation sys.per 910620 request.

CALVOJ.A. Assistant Director for Region I Reactors. 91/06/21. MROCZKA.E.J. Con-
necticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nuclear Energy Co.
(subs, of Northeast Utilities). 4pp. 58259:336-58259:339.

9107300061 Partial response to FOIA request for documents re allegations.Forwards
documents listed in app B.Documents also available in PDR.Portions of app C docu-
ment withheld (ref FOIA Exemption 6).

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/06/21. GUILD.C.C. Winston & Strawn. 6pp. 58785:096-58785:222.

-9107300068 Advises of closeout of allegation RI-90-A-0027.

HAVERKAMP.D.R. Region 1 (Post 820201). 90/07/27. Region 1 (Post 820201). 1p.
58785:103-58785:103.

-9107300071 Discusses allegation RI-90-A-0027 re radiation workers reporting to site
after consuming alcoholic beverages,

SHEDLOSKY.J.T. NRC - No Detailed Affiliation Given. 90/06/06. NRC - No Detailed
Affiliation Given. 1p. 58785:104-58785:104.

-9107300072 Partially deleted Itr re concerns about cabling connectors supplied by C-E
for reactor vessel level instrumentation & core thermocouples,
MCCABE.E.C.  Region  1   (Post 820201). 87/05/29. Affiliation  Not  Assigned.   1p.
58785:105-58785:105.

-9107300075 Partially deleted ttr responding to 900207 allegation re insobriety of con-
tractor employees.

HAVERKAMP.D.R, Region 1 (Post 820201). 90/07/27. Affiliation Not Assigned. 1p.
58785:106-58785:110.

-9107300077 Partially deleted Itr re concerns raised to NRC relating to sobriety of con-
tractor workers.

HAVERKAMP.D.R. NRC - No Detailed Affiliation Given. 90/03/27. Affiliation Not As-
signed. 1p. 58785:111-58785:111.

-9107300140 Partially deleted Itr informing that Region I completed review of concern
recipient brought to NRC attenton on 901005.NRC will continue to independently
monitor licensee use of plant info rept process.

KELLY.G. Region 1 (Post 820201), 91/04/02. Affiliation Not Assigned. 1p. 58785:113-
58785:116.

-9107300145 Provides supplementary info on allegation RI-87-A-51.
MCCABE.E. Region  1   (Post 820201). 87/05/28. Region  1   (Post 820201).  3pp.
58785:117-58785:119.

9107020474 Forwards safety evaluation re NUREG-0737,ltem ILK.3.25 concerning reac-
tor coolant pump seal integrity following loss of offsfte power.

WANG.A. Project Directorate I-4. 91/06/26. Connecticut Yankee Atomic Power Co.
7pp. 58279:108-58279:114.

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107020379 Forwards safety evaluation accepting safety-related ventilation sys new
switchgearbldg.

WANG.A. Project Directorate I-4. 91/06/27. MROCZKA.EJ. Connecticut Yankee
Atomic Power Co. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast
Utilities). 2pp. 58264:137-58264:143.

-9107020382 Safety evaluation accepting safety-related ventilation sys new switchgear
bldg.

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/27. 5pp.
58264:139-58264:143.

9107050034 Forwards amend 139 to license DPR-61 & safety evaluation. Amend adds
one new weld & inspects two repaired welds per Tech Specs Section 4.0.6.
WANG.A.B. Project Directorate I-4. 91/06/27. MROCZKA.EJ. Connecticut Yankee
Atomic Power Co. MROCZKA.E.J, Northeast Nuclear Energy Co. (subs, of Northeast
Utilities). 2pp. 58298:218-58298:225.

-9107050036 Amend 139 to license DPR-61 .adding one new weld & inspecting two re-
paired welds.per Tech Spec Section 4.0.6.
STOLZ.J.F. Project Directorate 1-4. 91 /06/27. 4pp. 58298:220-58298:223.

-9107050038 Safety evaluation supporting amend 139 to license DPR-61.
* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/27. 2pp.
58298:224-58298:225.

9107050201 Application for amend to License DPR-61,revising Tech Specs to support
conversion to Zircaloy-clad fuel assembly design & Cycle 17 prohibition of three loop
operation for MODES 1 & 2.

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util-
ities. 91/06/27. Document Control Branch (Document Control Desk). 15pp.
58347:218-58347:297.

-9107050203 Proposed tech specs supporting conversion to Zircaloy-clad fuel assem-
bly design & Cycle 17 prohibition of three loop operation for MODES 1 & 2.

*  Connecticut Yankee Atomic Power Co. 91/06/27. 28pp. 58347:233-58347:260.

-9107050205 Rev 0 to "Technical Rept Supporting Cycle 17 Operation."

*  Connecticut Yankee Atomic Power Co. * Northeast Utilities. NUSCO-173 ROO. 91 /
06/30. 37pp. 58347:261-58347:297.

9107050039 Forwards amend 140 to license DPR-61 & safety evaluation. Amend de-
letes tritium as isotope to be used in calculation of E-bar.

WANG.A.B. Project Directorate I-4. 91/07/01 MROCZKA.E.J. Connecticut Yankee
Atomic Power Co. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast
Utilities). 2pp. 58298:210-58298:217.

-9107050042 Amend 140 to license DPR-61,deleting tritium as isotope to be used in
calculation of E-bar.
STOLZ.J.F. Project Directorate I-4. 91/07/01. 4pp. 58298:212-58298:215.

-9107050043 Safety evaluation supporting amend 140 to license DPR-61.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/07/01.  2pp.
58298:216-58298:217.

9107100268 Application for amend to License DPR-61 .changing Tech Spec Section
3.7.1.3 & bases to increase demineralized water storage tank min vol from 50,000 gal-
lons to 70,000 gallons in auxiliary feedwater sys/supply.

MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Util-
ities. 91/07/02. Document Control Branch (Document Control Desk). 4pp. 58409:009-
58409:015.

-9107100269 Proposed Tech Specs re auxiliary feedwater sys/supply.

*  Connecticut Yankee Atomic Power Co. 91/07/02. 3pp. 58409:013-58409:015.

9107090122 Forwards amend 141 to license DPR-61 & safety evaluation. Amend would
replace footnotes a & b to table 3.3-2,item 6.a w/new footnotes c & d & add new
note d to table 3.3-2,item 3.a.1 & 3.a.2.

WANG.A.B. Project Directorate I-4. 91/07/03. MROCZKA.E.J. Connecticut Yankee
Atomic Power Co. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast
Utilities). 2pp. 58335:251-58335:265.

-9107090132 Amend 141 to license DPR-61 .replacing footnotes a & b to table 3.3-
2,item 6.a w/new footnotes c & d & adding new note d to table 3,3-2,item 3.3-2,items
3.a.1.&3.a.2.
STOLZ.J.F. Project Directorate I-4. 91/07/03. 6pp. 58335:253-58335:258.

-9107090137 Safety evaluation supporting amend 141 to license DPR-61.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/07/03.  7pp.
58335:259-58335:265.

9107120157 Informs NRC of acquisition of Public Svc Co of New Hampshire by North-
east Uttls.

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities).
MROCZKA.E.J. Northeast Utilities. 91/07/03. Document Control Branch (Document
Control Desk). 3pp. 58405:335-58405:337.

9107180186 Requests schedular exemption from 10CFR50,App J Sections III.D.2.(a) &
III.D.3 re Type B & C periodic retest schedules.Summary of corrective actions for ni-
trogen to pressurizer relief tank encl.

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util-
ities. 91/07/10. Document Control Branch (Document Control Desk). 10pp.
58511:046-58511:055.

9107250165 Final response to FOIA request for repts re Haddam Neck & Millstones
Units 1,2 & 3.No agency records subj to request located.

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/07/10. MILIONE.R. Citizens Action Group for Environmental Protection.
1p. 58538:220-58538:220.

9107170184 Provides proposed resolution to wind & tornado loadings/ tornado missies
issues (Systematic Evaluation Program Topics III-2 & lll-4.A),lntegrated Safety Assess-
ment Program Topic 1.06.

MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Util-
ities. 91/07/11. Document Control Branch (Document Control Desk). 9pp. 58484:001-
58484:009.

9107170263 Application for amend to License DPR-61 .changing Tech Specs to permit
plant to exceed specified surveillance interval of 24 months for Type B & C contain-
ment penetration testing by 4 months.

MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities).
MORCZKA.EJ. Northeast Utilities. 91/07/12. Document Control Branch (Document
Control Desk). 3pp. 58483:047-58483:054.

-9107170270 Proposed Tech spec 4.6.1.2,revising required 24-month surveillance test-
ing interval by 4 months.

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 91/07/12. 5pp
58483:050-58483:054.

9107300242 Forward environ assessment & finding of no significant inpact re 910304
application for amend to License DPR-61. Amend revises TS 5.6.1.1, "Spent Fuel"
WANG.A. Project Directorate I-4. 91/07/17. MROCZKA.E.J. Northeast Nuclear Energy
Co. (subs, of Northeast Utilities), MROCZKA.EJ. Northeast Utilities. MROC2KA E J
Connecticut Yankee Atomic Power Co. 2pp. 58604:186-58604:190.                           '

-9107300258 Environ assessment & finding of no significant impact re 910304 aDolica-
tion for amend to License DPR-61,revising TS 5.6.1.1.
STOLZJ.F. Project Directorate I-4. 91 /07/17. 3pp. 58604:188-58604:190.213/91-08 on 910508-0608.NO violations noted. Major areas
